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Acting Chief; Planning Staff, OL 7 Augast 1969 
Chief, Building Flanning Staff, OL 


Wuergency Situations in the Readauarterse Ares 


per ; MEME (vith Annexes 4 and 8), até 3 Nov 67, seme subject 


A 
Building Planning Steff, OL» showld be added to 
eee eae it is not considered thet the work of this Staff wil 
normally be required in support of other Agency activities is ones” 
gency situations. However", es a port of the Office of Logistiss 2° 
Should be open and thus available for the receipt of phone calls 


other oe normal hours. Therefore, 
it is ceneeted +a am >= listed under the title 25X1A9a 
| of this Steff on the personne a 


the 

2. mhe nature of the emergency sugmentation listing for 
Logistics Services Division, Ob, has been discussed with the Deputy 
Director of Logistics. He has agrect thet mesbers of this Statt a 
a nusber of whom are detailed from other career services, W ne 

aie be included in a It is farther understood that the 


25X1A9a 


Distribution: 
Orig ~ Addressee 
a OL/BPS/Subject File - (Plemning Staff) 
“= OL/BPS/chrono 


25X1A9a o1,/ 25 / I <0 3553 
(7 August 19 


CE sabe cre rs, 
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